ELIZABETH  CITY,  N.  C. 

Christ  Episcopal  Church  built  in  1856-1857.  Has  22 
beautiful  stained  glass  windows.  The  Rose  window 
over  the  altar  came  from  the  Christ  Church  built  in  1326 
which  stood  where  the  parish  house  now  stands.  An 
interesting  feature  is  the  rare  hammerbeam  trusses  that  r 
curry  the  weight  of  the  roof.  ■ 
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